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SECRET 

sc-a-E 

8 January 1951 


WH DIRECTO fH-S STAFF CONFERENCE 


A JENDA 


Director's Conference Room, First Floor 
Administration Building 
on Monday, 8 January 1951, at 1100 hours 


1. Scheduling of Briefings in the Situation Room 




2. Establishment of Central Printing Facilities Mr. McConnel 

3. Availability of the Director and the Deputy 

Directors for Consultation 


b. Status and Location of the Presentation Branch Mr. Carey 
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